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Message Text 

UNCLASSIFIED 

PAGE 01 BAGHDA0II77 0607 1 3Z 

ACTION NEA- 11 

INFO OCT-01 ISO-00 EB-08 EUR-12 ( ISO ) W 

082470 060932Z/12 

R 060545Z JUN 78 
FM USINT BAGHDAD 
TO AMEMBASSY ATHENS 
INFO SECSTATE WASHDC 6290 
USDOC WASHDC 


UNCLAS BAGHDAD 1177 


ATHENS FOR RTDO. PLEASE PASS TO AWNI ABBOUSHI OP GENERAL 
ELECTRIC, ATHENS 

E.O. 11652: NA 
TAGS: BEXP, IZ 

SUBJ: GENERAL ELECTRIC SEMINAR IN BAGHDAD 


REP (A) GE-USINT TELEX OF JUNE 2, (B) BAGHDAD 1 121, 

(C) BAGHDAD 989 

1. USINT RECEIVED JUNE 2 TELEX PROM INGECO, NEW YORK, 

ON JUNE 5. TELEX DOES NOT CONTAIN DETAILS OF TECHNICAL 
EXPERTISE OF GE SEMINAR PARTICIPANTS GAMBLE, SCHELLPPEPFER, 
AND ALSPACH. IN VIEW OF EARLIER VIEWS EXPRESSED BY 
STATE ORGANIZATION FOR ELECTRICITY, USINT BELIEVES IT IS 
IMPORTANT TO PURNISH MOST IMPRESSIVE CREDENTIALS POSSIBLE 
TO SUPPORT SOE'S POSITION IN RECONFIRMING ACCEPTANCE OF 
MINISTRY OF INDUSTRY. 


2. IN VIEW OF ADDITIONAL TIME REQUIRED TO OBTAIN THIS 
INFORMATION POST RECOMMENDS PROPOSED DATE OF SEMINAR 
(JUNE 25-26) BE POSTPONED AT LEAST ONE MONTH. GOI 
HAS ANNOUNCED THAT CELEBRATIONS OF BAATHIST 
REVOLUTIONS ON JULY 14 AND 17 WILL COMMENCE JULY 10 AND 
LAST THROUGH JULY 30. SUGGEST SEMINAR BE RESCHEDULED 
UNCLASSIFIED 
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FOR EARLY AUGUST. 


3. YOUR COMMENTS/SUGGESTIONS WOULD BE APPRECIATED. 
PECK 


UNCLASSIFIED 


Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 



Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


NNN 


Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 



Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 06 jun 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978BAGHDA01 177 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780235-0972 

Format: TEL 
From: BAGHDAD 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780694/aaaadckk.tel 

Line Count: 59 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: e9236e91-c288-dd1 1-92da-001cc4696bcc 

Office: ACTION NEA 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 78 BAGHDAD 1 121 , 78 BAGHDAD 989 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2483455 
Secure: OPEN 
Status: NATIVE 

Subject: GENERAL ELECTRIC SEMINAR IN BAGHDAD 
TAGS: BEXP, IZ 
To: ATHENS 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/e9236e91 -c288-dd1 1 -92da-001 cc4696bcc 
Review Markings: 

Sheryl P. Walter 
Declassified/Released 
US Department of State 
EO Systematic Review 
20 Mar 2014 

Markings: Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


Sheryl P. Walter Declassifled/Released US Department of State EO Systematic Review 20 Mar 2014 



